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“Se William L. Brown, Executive Director 
Interagency Classification Review Committee 
Room 604, National Archives Building 

Seventh Strcct and Pennsylvania Avenue, N.W. 
Washington, UC, 20408 


ear Mr. Brown: 


The Central Intelligence Acency herewith submits a negative Annual 


Declassification List repext. Of the classified documents entered into the 


Data Index prior to 33 December 1973, none had become automatically de- 
classified by that date. 
Sincerety, 


Is/ John F. Blox? 
John F. Biake 
Chairman 
CIA Information Review Committee 
cc: Archivist of the United States 
ISAS/CPB:CES:yde (27 August 1974) 
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